ALPHABETIC CROSS INDEX 


Alphabetie Cross Index of 
Product Listings 


Abrasives 
Absorbents 
Absorbers, Noise 
Absorbers, Vibration, Line 
Absorbing Units, Odor 
Absorption Chillers, Liquid 230 
Access Valves, Hermetic ............000+ 384 
Accumulators 
Accumulators, Ice 
Accumulators, Suction 
Acid Brushes 
Acid Descaling Pumps 
Acoustical Insulation 
Activated Carbon Air Filter Media 
Activated Carbon Filters 
Adhesives 
Adhesives, 
Adsorbents 
Air Conditioner Compressors, 
EER. kk 5546 06040400500 iweeiansaas 236 
Air Conditioner Covers, Room 
Air Conditioner Extension Cords 
Air Conditioner Installation Kits, Room.. 
Air Conditioner & Refrigerator 
PRET ECE CTTCLETE Te eveswe 182 
Air Conditioners 
Air Conditioners, 
Air Conditioners, Automobile 
Air Conditioners, Bus 
Air Conditioners, Gas Operated 
Air Conditioners, Marine 
Air Conditioners, Mobile Home 
Air Conditioners, Mobile, on Truck 
or Trailer 
Air Conditioners, Oil Operated 
Air Conditioners, Railway Car 
Air Conditioners, Roof Top, Packaged .. 
Air Conditioners, Room 
Air Conditioners, 
Under 5 Hp. 
Air Conditioners, 
5 Hp.-15 Hp. 
Air Conditioners, 
Over 15 Hp. 
Air Conditioners, 
Under 5 Hp. 
Air Conditioners, 
5 Hp.-15 Hp. 
Air Conditioners, 
Over 15 Hp. 
Air Conditioners, Transport 
Air Conditioners, Truck Cab 
Air Conditioning Condensing — 
Hermetic 
Air + pencenmated Condensing Units, 


Ope 
Air P Conditioning, Heating, Ventilating, 
Schoolroom Units 
Air-Cooled Condenser, 
Pre-Coolers 
Air-Cooled Condensers 
Air Curtains, Door ....cccccccccsces eC 
Be ID, ok 5-505 40555000500 $406 6603405 202 
Air Dryers, Compressed ............ aaa 
Air Filter Assemblies ....cccccccsccccces 202 
Air Filter Coating ‘ 
Air Filter Efficiency Gauges baa erenes 
Air Filter Media 


Evaporative 


Air Filters, Electronic 

Air Filters, Panel 

Air Flowmeters 

Air Handling Units 

Air Mixing Controls 

Air Mixing Units, High Velocity 

Air Relief Valves 

Air & Steam Traps 

Air-to-Air Heat repre 

Air Washers 

Air & Water-Cooled “Condensers, 
Combination 

Aircraft Air Conditioners 

Alarm Systems, Temperature 

Algaecide 

Alloy Sheet Metal 

Alloy Tubing 

Alloys, Brazing 

Aluminum-Copper Connectors 

Aluminum Fin Stock 

Aluminum Moldings & Trim 

Aluminum Pipe 

Aluminum Sheet Metal 

Aluminum 

Aluminum 

Ammeters 

Ammonia 

Ammonia Compressors 

Ammonia Valves & Fittings 

Analyzers, Hermetic 

Analyzers, Moisture 

Anemometers 

Anti-Frost Compounds 

Anti-Static Compounds 

Automobile Air Conditioner 
Compressors 

Automobile Air Conditioners 

Automobile Evaporative Coolers 

Automobile Refrigerators 

Axial Fan Assemblies, Complete 


Bakery Freezers 

Balancing Valves 

Ball & Roller Bearings 
Bare Pipe Coil Evaporators 
Barometric Controls 


Bars, Refrigerated for Home, Office .... 


Baseboard Convectors, Hot Water, 
Steam 


Baseboard Radiation, Electric ........... 


Baseboard Radiation, Gas 
Baseboard Radiation, Hydronic 


21 
Bases, Pads, Vibration Eliminating .... 
35: 


Baskets and/or Shelves, Wire 

Batt, Thermal Insulation 

Battery Operated Compressors, 
Direct Current 

Bearing Metal 

Bearings 

Beer Coil Cleaners 

Beer Coolers, Draft 

Bellows, Flexible Metal 

Belt Blower Drives 

Belts 


Benders, Pipe ....... SAARS CNET RSENS ER TKS 


Benders, Tube 
Bending, Fabricating & Tube 
Spinning 
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Bending & Forming Machines, 
Sheet Metal 

Bending Machines, Coil 

Bending Springs 

Bends, Return 

Beverage Coolers, Bottled 

Beverage Glass Chillers 

Bi-Metals, Thermostatic 

Biological & Medical Refrigerators 

Blades, Fan 

Blocks, Junction, Electrical 

Blocks, Pillow 

Blow Torches 

Blower Drives, Belt 

Blower Housings 

Blower Unit Coolers 

Blower Wheels 

Blowers, Complete 

Board, Thermal Insulation 

Boards & Panels, Control 


Boat & Travel Trailer Refrigerators .... 
Bodies, Refrigerated, Truck & Trailer .. = 


Bodies, Truck, Service 

Boiler Feed Pumps 

Boilers, Commercial & Industrial, 
Packag: ed 

Boilers, Residential Hot Water or 
Steam 

Boost & Buck Transformers 

Box Assemblies, Capacitor . 

Boxes, Junction, Electrical 

Brakes, Sheet Metal, 

Brass Sheet Metal 

Brass Tubing 

Brass Valve Tags, Numbered 

Brazing Alloys 


Brazing, Soldering & Welding Fluxes ... 


Brazing, Soldering, Welding Torches . 

Breaker Strips 

Brushes, Acid, Copper Fitting, Tube & 
Pipe- Cleaning 

Brushes, Cleaning 

Brushes, Motor 

Btu Meters 

Buck & Boost Transformers 


Building Panels, Thermal Insulation .... 
Built Up Heat Pumps, Central Station .. 
Bulk Dispensers (Non-Coin Operated) ... 


Bulk Milk Coolers 
Burners 
Bus ‘Air Conditioners 


SE <s. . cubbGaNdseues dea eedObeS ovEneny 220 


C 


Cabinet Covers, Ice Cream 

Cabinet Hardware 

Cabinet Unit Heaters 

Cabinets, Ice Storage 

Cabinets, Truck, Refrigerated, 
Hold-Over 

Cable, Electric 

Cable, Electric Heating 

Cable Tracers, Electric 

Calculators 

Can Milk Coolers 

Can Tapping Valves 

Capacitor Box Assemblies 

Capacitor Testers 

Capacitors 

Capillary Assemblies 

Capillary Testers 

Capillary Tube Cleaners 

Capillary Tubing 

Capillary Valves 

Caps & Plugs, Protective 

Carbonators 

Carbonators, Soda Fountain 

Carrying Harnesses & Refrigerator 
Pads 

Carts, Ice 


Casement Air Conditioners, Room 

Cases, Display 

Cast Iron Pipe 

Castings 

Ceiling Panels, Radiant, 
Heating-Cooling 

Ceilings, Ventilating 

Central Fan-Coil Units 

Central Station Heat Pumps, Built Up .. 

Centrifugal Compressors 

Chambers, Combustion, Pre-Formed .... 

Charging Cylinders 

Charging Hoses 

Charging Pumps, Oil 

Charging Stations 

Check Valves 

Chemical Dehumidifiers 

Chemical Proportioning Feeders 

Chemical Refrigeration, 
Liquid Nitrogen 

Chemicals & Compounds 

Chemicals, Water Treatment 

Chilled or Hot Water Coils 

Chillers, Beverage Glass 

Chillers, Liquid, Absorption 

Chillers, Liquid, Under 5 Hp. 

Chillers, Liquid, 5 Hp.-15 Hp. 

Chillers, Liquid, Over 15 Hp. 

Chimneys & Stacks, Prefabricated 

Clamps, Pipe Repair 

Cleaners, Capillary Tube 

Cleaners, Hermetic System 

Cleaners, Ice Machine 

Cleaners, Steam, Portable 

Cleaners, Vacuum, Commercial 

Cleaning Brushes 

Clips, Insulation 

Closed Circuit Evaporative Coolers 

Clutches, Compressor 

Clutches, Magnetic 

Coated Sheet Metal 

Coating, Air Filter 

Coating Oils for Viscous Air Filters .. 

Co-Axial, Water-Cooled Condensers 

Coil Bending Machines 

Coil Cleaners, Beer 

Coil Cleaning Compounds 

Coils, Chilled or Hot Water 

Coils, Finned 

Coils, Plate 

Coin Meters 

Cold & Hot Water Mixing Valves 

Cold Storage Doors 

Collectors, Dust 

Combination Air Conditioner & 
Refrigerator 

Combination Refrigerator-Freezer, 
Two-Door 

Combination Refrigerator-Range-Sink 

Combustion Chambers, Pre-Formed 

Combustion Control Systems 

Combustion Testing Kits 

Commercial & Industrial Boilers, 
Packaged 

Commercial & Industrial Duct Furnaces.. 

Commercial & Industrial Evaporative 
Coolers 

Commercial Refrigeration 

Commercial Vacuum Cleaners 

Compound Gauges 

Compounds, Anti-Frost 

Compounds, Anti-Static 

Compounds & Chemicals 

Compounds, Coil Cleaning 

Compounds, Pipe Joint 

Compounds, Sealing 

Compressed Air Dryers 

Compressor Clutches 

Compressor & Condenser Racks & 
Stands 
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Compressor Crankshafts 
Compressor Gaskets 
Compressor Openers, Hermetic 
Compressor Piston Rings 
Compressor Pulleys 

Compressor Rebuilders, Hermetic 
Compressor Repair or Rebuild 
Compressor Rods 

Compressor Shaft Seals 
Compressor Shut-Off Valves 


Compressor Suction & Discharge Valves... 


Compressor Unloading Valves 
Compressor Valve Plates 
Compressor Valve Reeds 
Compressors 
Compressors, Ammonia 
Compressors, Automobile Air 
Conditioner 
Compressors, Centrifugal 
Compressors, Direct Current 
(Battery Operated) 
Compressors, Engine 
Compressors, Hermetic 
Compressors, Reciprocating, Open 
Compressors, Rotary, Open 
Compressors, Semi-Hermetic 
Condensate Disposal Units 
Condensate Evaporators 
Condenser & Compressor Racks & 
Stands 
Condenser Manifolds & Headers 
Condensers, Air-Cooled 
Condensers, Combination Air & 
Water-Cooled 
Condensers, Evaporative 
Condensers, Static 
Condensers, Water-Cooled, Co-Axial 


Condensers, Water-Cooled, Double Pipe . 
Condensers, Water-Cooled, Shell & Coil.. 
Condensers, Water-Cooled, Shell & Tube.. 


Condensers, Wire & Tube 
Condensing Units, Air Conditioning, 
Hermetic 
Condensing 
Open 
Condensing Units. Commercial 
Refrigeration Hermetic 
Condensing Units, Commercial 
Refrigeration, Open 
Condensing Units, Household 
Refrigeration 
Conduit & Fittings, Electric 
Connectors, Copper-Aluminum 
Connectors, Duct, Flexible 
Connectors, Electric 
Connectors, Flexible 
Console Air Conditioners, Room 
Constant Pressure Valves 
Continuous Purgers 
Control Panels & Boards 
Control Repair 
Control Systems, Combustion 
Control Valves, Temperature 
Control Valves, Three-Way Dual 
Control Valves, Zone 
Controls 
Controls, Air Mixing 
Controls, Barometric 
Controls, Defrosting, Automatic 
Controls, Draft 
Controls, Dual Pressure 
Controls, Fan Limit 
Controls, Flame Failure 
Controls, Flow 
Controls, Gas Ignition 
Controls, Ice Bank 
Controls, Liquid Level 
Controls, Low Pressure 
Controls, Modulating, Gas Flame 
Controls, Pneumatic 


Controls, Sequence 

Controls, Speed 

Controls, Time 

Controls, Zone Damper 

Convectors, Baseboard, Hot Water, 
Steam 

Converters, Hydronic 

Coolant Coolers 

Coolers, Bottled Beverage 

Coolers, Coolant 

Coolers, Draft Beer 

Coolers, Drinking Water 

Coolers, Egg 

Coolers, Evaporative 

Coolers, Evaporative, Closed Circuit 

Coolers, Farm Milk 

Coolers, Instantaneous, Liquid 

Coolers, Liquid, for Soda Fountains 

Coolers, 

Coolers, 

Coolers, 

Coolers, 

Cooling- Heating Radiant Ceiling Panels.. 

Cooling Systems, Roof 

Cooling Thermostats, Room 

Cooling Tower Fan Blades 

Cooling Towers 

Cooling Units, Photographic & X-Ray .. 

Copper-Aluminum Connectors 

Copper Fin Stock 

Copper Fitting Brushes 


‘Copper Pipe 


Copper Sheet Metal 

Copper Tubing 

Copper Tubing, Tin-Lined 
Cord Sets, Electric 

Cords, Extension, Air Conditioner 
Cords, Test 

Corrosion Inhibitors 
Corrosion Resistant Finishes 
Counter Freezers 
Couplings, Quick Connect 
Couplings, Shaft 

Covers, Ice Cream Cabinet 
Covers, Room Air Conditioner 
Crankcase Heaters 
Crankshafts, Compressor 
Crushers, Ice 

Cryogenic Valves 

Custard & Malt Freezers 
Cutouts, High Pressure 
Cutters, Gasket 

Cutters, Tube 

Cylinders, Charging 
Cylinders, Refrigerant 


Damper Hardware 

Damper Louver Operators (Automatic) .. 

Dampers & Shutters 

Deflectors, Air 

Defrost Equipment, Automatic 

Defrosting Controls, Automatic 

Degreasing Solvents 

Dehumidifiers, Chemical 

Dehumidifiers, Electric 

Dehumidifiers, Sprayed Coil 

Dehydrating Systems 

Dehydrating Systems, Vacuum 

Descaling Pumps, Acid 

Desiccants 

Design Engineering Services for 
Manufacturers 

Detectors, Leak 

Devices, Wiring 

Dial Thermometers, Indicating 

Dies, Fin 

Diesel Engines 

Differential Pressure Switches 

Diffusers, Grilles, Registers 
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Direct Current Motors Electrical Junction Boxes 

Direct Expansion Coils, Electrical Recorders 

Direct Expansion Evaporators Electronic Air Filters 

Discharge and Compressor Suction Electrostatic Dust Collectors 
Valves Enamel Finishes 

Discharge Line Mufflers 320 Engine Compressors 

Dispensers, Bulk (Non-Coin Operated) .. Engines 

Dispensers, Ice Cube 310 Envirenmental Test Equipment 

Display Cases Escutcheons, Name Plates 

Display Shelves, Refrigerated Ethyl Chloride 

Disposal Units, Condensate 240 Eutectic Plate Evaporators 

Distributors, Refrigerant Evaporative Condensers 

Domestic Refrigeration Evaporative Cooler Media 

Domestic Refrigerator Evaporators Evaporative Cooler Pads 

Door Gasket Notchers 368 Evaporative Coolers 

EE cache e nino a0 046s en eee nnde ... 286 Evaporative Coolers, Closed Circuit 

Door Gaskets, Magnetic 288 Evaporative Pre-Coolers, Air-Cooled 

Door Liners, Plastic Condenser 

Doors, Cold Storage Evaporators, Bare Pipe Coil 

Doors, Reach-In Evaporators, Condensate 

Double Pipe, Water-Cooled Condensers. . Evaporators, Direct Expansion 

Dough Retarders 338 Evaporators, Domestic Refrigerator 

Draft Beer Coolers Evaporators, Eutectic Plate 

Draft Controls Evaporators, Truck, Refrigerated 

Draft Gauges Hold-Over 

Draft Inducers Exchangers, Heat, Air-to-Air 

Driers, Filter Exchangers, Heat, Liquid Line 

Driers-Receiver Exhausters, Roof, Power 

Driers, Refrigerant Expanders, Tube & Pipe 

Drilling Equipment, Masonry Expanding Machinery, Tube 

Drills, Electric, Portable Expansion Joints 

Drinking Water Coolers Expansion Valves 

Drives, Blower, Belt Extension Cords, Air Conditioner 

Drives, Fluid or Hydraulic 

Drives, Magnetic F 

Drives, Mechanical 

Drives, Truck Refrigeration Fabricating, Bending & Tube Spinning.. 356 

Fan Assemblies, Complete 278 
Dryers, Compressed Air Tan Biases 
Dual Control Valves, Three-Way Fan Blades, Cooling Tower 


gy Serene Units, Fan-Coil Units, Central 
Dual Pressure Controls | aul z _— 
Duct Adhesive Tape — H ha 

Duct Connectors, Flexible Fen Lit aa ro ] 
Duct Fittings 274 an Cae — 
Duct Furnaces, Commercial & Industrial. = Farm Milk Coolers 


Duct Hangers & Supports Fasteners 


Duct Seamers 

Duct Silencers Fastening Tools 

Duct Turning Vanes Faucets, Mixing 
Feeders, Chemical Proportioning 

Ducts, Prefabricated Fib ~ 

Dust Collectors er Air Filter Media 
Film or Sheet Plastic Parts 
Filter Coating, Air 
Filter-Driers 

Egg Coolers Filter Holding Frames 

Electric Baseboard Radiation Filters, Activated Carbon 

Electric Cable Filtera, Air, Miectromic . .......cccesscess 204 

Electric Cable Tracers Filters, Air, Panel 

Electric Conduit & Fittings Filters, 

Electric Connectors Filters, 

Electric Cord Sets Filters, Pipe Line 3 

Electric Dehumidifiers - Filters & Purifiers, Water 

Electric Drills, Portable Filters, Suction Line 

Electric Heating Cable 220 +#=Fin Dies 

Electric Heating Elements Fin Presses 

Electric Nibblers, Portable 3 Fin Stock 

Electric Reciprocating Saws, Portable .. Fin Straighteners 

Electric Refrigerators, Less Than Finishes 

4 Cu. Ft. Finned Coils 
Electric Refrigerators, 4 Cu. Ft. Finned Tubing 
& Larger Fittings 

Electric Relays Fittings & Conduit, Electric 

Electric Saws, Portable Fittings, Duct 

Electric Shears, Portable Fittings & Pipe, Gas Vent 

Electric Sockets eebeaees Fittings, Stove Pipe 

Electric Switches Fittings & Valves, Ammonia 

Electric Tape 36: Flake or Sheet Ice Automatic 

Electric Transformeys Ice Makers 

Electric Wire Flame Failure Controls 
Flanged Shut-Off Valves 
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EE OEE ap cpcccnceestesessoeeeen Te. 

Flat Belts 

Flexible Connectors 

Flexible Duct Connectors 

Flexible Hose 

Flexible Metal Bellows 

Float Valves 

Floor Heaters, Gas, Oil 

Florist Refrigerators 

Flow Controls 

Flowmeters 

Fluid or Hydraulic Drives 

Fluorocarbons 

Fluxes, Soldering, Welding & Brazing... 284 

Foam-In-Place, Thermal Insulation 

Foam Producing Equipment Urethane, 
Thermal Insulation 

Foaming Agents, Urethane Insulation ... 224 

Food Processing Freezers 

Food Vending Machines, Refrigerated .. 

Forced Air Furnaces 

Forced Draft Cooling Towers 

Forgings 

Forming & Bending Machines, 
Sheet Metal 

Fountains, 

Four-Way Reversing Valves 

Frames, Filter Holding 

Freezer-Refrigerator, Combination, 
Two-Door 

Freezer Shelves 

Freezers 

Freezers, Bakery 

Freezers, Counter 

Freezers, Food Processing 

Freezers, Ice Cream 

Freezers, Malt & Custard 

Fuel Valves, Safety Shut-Off 

Fur Storage Refrigerators 

Furnace Type Humidifiers, Power 

Furnaces, Duct, Commercial & 
Industrial 

Furnaces, Forced Air 

Fuses, Fusetrons, Fusestats 

Fusible Plugs 


Galvanized Pipe 
Galvanized Sheet Metal 
Baseboard Radiation 
Burners 
Fired Space Heaters 
Flame Controls, Modulating 
Flowmeters 
Ignition Controls 
Masks 
Operated Air Conditioners 
Refrigerators 
Regulators 
Valves 
Vent Pipe & Fittings 
Gasket Cutters 
Gasket Notchers, 
Gaskets 
Gaskets, Compressor 
Gaskets, Door 
Gaskets, Magnetic Door 
Gasoline Engines 
Gauge Manifolds 
Gauge Protection Devices 
Gauges, Air Filter Efficiency 
Gauges, Compound 
Gauges, Draft 
Gauges & Instruments 
Gauges, Tank 
Gauges, Vacuum 
Germicidal Lamps 
Glass Chillers, Beverage 


Door 


Glass, Insulating 

Glasses, Sight 

Gravity Unit Coolers 
Grease Filters 

Grilles, Diffusers, Registers 
Guards, Fan 


Hand Brakes, Sheet Metal 
Hand Tools 


Hangers, Straps & Clips, Tube 
Hangers & Supports, Pipe 
Hard Solder 
Hardware 
Hardware, 
Hardware, 
Hardware, 
Harnesses, Wiring 
Headers & Manifolds, Condenser 
Heat Exchangers, Air-to-Air 
Heat Exchangers, Liquid Line 
Heat Pumps 298 
Heat Pumps, Built Up, Central Station... 298 
Heat Pumps, Self-Contained, 
Under 5 Hp. 
Heat Pumps, Self-Contained, 
5 Hp.-15 Hp. 
Heat Pumps, Self-Contained, 
rer TTT rrr 299 
Heat Pumps, Split System, 
Under 5 H 
Heat Pumps, 
5 Hp.-15 Hp 
Heat Pumps, 
Over 15 Hp. 
Heaters, Crankcase 
Heaters, Floor, Gas, Oil 
Heaters, Infrared 
Heaters, Make-Up Air 
Heaters, Portable 
Heaters, Room, In-the-Wall 
Heaters, Space, Gas Fired 
Heaters, Unit, Cabinet 
Heaters, Unit, Direct Fired 
Heaters, Unit, Steam or Hot Water 
Heating Cable, Electric 
Heating-Cooling Radiant Ceiling Panels . 
Heating Elements, Electric 
Heating Pumps, Vacuum 
Heating Thermostats, Room 
Heating Units 
Heating, Ventilating, Air Conditioning 
Schoolroom Units 
Hermetic Access Valves 
Hermetic Analyzers 
Hermetic Compressor Openers 
Hermetic Compressor Rebuilders 
Hermetic Compressors 
Hermetic 
Hermetic 
Hermetic Service Kits 
Hermetic System Cleaners 
Hermetic Terminals 
High Pressure Cutouts 
High Velocity Air Mixing Units 
Hoists 
Hold-Over Truck Cabinets, Refrigerated . 351 
Hold-Over Truck Evaporators, 
Refrigerated 
Holding Frames, Filter 
Horizontal Receivers 
Hose, Flexible 
Hoses, Charging 
Hot Water or Chilled Coils 
Hot Water or Steam Boilers, 
Residential 


Cabinet 
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Hot Water or Steam Unit Heaters ...... 
Hot Water, Steam, Baseboard 


SUE ck ann suadncecnanesssenteenseus 266 
Household Refrigeration Condensing 

BE wGoNsbe5d-440040s 00050 04S reES EERE OSS 252 
he a cadcgeecsnenenineaae ends 216 
SE, ME cnc each ceeueaseuaceneneses 280 
Humidifier & Evaporative Cooler Pads .. 306 
Humidifiers, Power, Furnace Type ....... 306 
Humidifiers, Room .............. S ewkeban 306 
pg a” ee 310 
EE, eid 6 60 460 Ke REET NESE ONS 260 
BEUMIGIEY TRGICRGORO .ncc ccc ccecesccensses 292 
Beumidity Recorders ow... cevcrcecccccees 294 
Hydraulic or Fluid Drives ............... 274 
Hydronic Baseboard Radiation .......... 214 
BEyGromic COMVOTters .....ccccccecsecveses 306 
CS Sicpbpeakavknsond¥eqnegraxreees 292 

I 
ey OO. 6.8.6 kaccecesenetavdasvanss 310 
DO SE COMUNE occ ccusacadvenevewes ss 260 
BP EE Siedies AGARNG WAST EAS ECAA NAAR ER 310 
Ice Cream Cabinet Covers ............... 310 
ee SE, DPD. visio s bec ckerecsenons 344 
Ice Cream Vending Machines, 

I CaN bc cand eastside kes eenrdos 391 
ere ee ee ee 310 
Tee Cube DISPONMOTS onc icicccsccesesvene 310 
Ice Cube Maker Pump Repair Kits ...... 311 
toe Cube Maker Pumps ........cccsccscecs 328 
Ice Cube Makers, Non-Automatic .......... 311 
oy ok RR er rer 311 
Tee Machine Cleanere ......ccsscscccseccs 224 
Ice Maker Vending Machines, 

PE eee 391 


Ice Makers, Automatic, Cube or Tube .... 311 
Ice Makers, Automatic, Flake or 


NS er oe err eee 311 
Ice Makers, Automatic, for 

ee PPP eeeree errr rr erie 312 
Ice Merchandisers, Non-Automatic ...... 312 
Ice Rinks, Not Portable ........cscsscese 312 
BOO Te, ED. oboe seas acraecasseaaes 312 
BO ee GINO ioc'a.0 05:0 5. 6:60.05050 000% 312 
Ice Vending Machines, Refrigerated ..... 391 
TOGREINORRION TURGON cece csaccctvaccceecs 312 
ERPS ETRE Tre rere 312 
In-the-Wall Room Heaters .............. 304 
Independent Testing Laboratories ....... 356 
Indicating Thermometers ................ 296 
| 292 
TRGPONTOTS, TROURTTO cscs ccccccsccecvencs 317 
EE, GE oo cbanc-tes band enens couse 294 
ME Si dscenwedawncasesronss ane 312 
Induction Air Mixing Units, 

High Velocity ...... pr aeniae sa0's al cnas xa 212 
Industrial & Commercial Boilers, 

| RRA ee ar rere eer ea 300 
Industrial & Commercial Duct Furnaces . 302 
Industrial Refrigeration ................. 350 
Re ee ye 303 
BRINTCOTM, CORTORION occ ciccvcssccccscescs 222 
ED” An Rabe Powe hGbs eh ese Keres KORAR SOON 369 
Installation Kits, Room Air Conditioner . 182 
Instantaneous Liquid Coolers ........... 351 
Instruments & Gauges ...........ssse000: 288 
Insulated Piping System ......ccccsescces 324 
NI EOE hk. 644 Gadahos400n00554%0008 298 
STIG, EINE once scinccceencaveevs 312 
ES 316 
EP Fee rer re rere tre 316 
Insulation, Electrical, Motor Wire ....... 312 
IN obs sivnecsaseseasanse 312 


Insulation, Urethane, Foaming Agents .. 


SO, TEI. ig cnassedcaseedinntssce 278 
Junction Blocks, Electrical .............. 316 
Junction Boxes, Electrical ............... 316 
K 
Kits, Combustion Testing ................ 290 
Kits, Installation, Room Air Conditioner . 182 
Kits, Pump Repair, Ice Cube Maker ..... 311 
Kits, Service, Hermetic .....00.ccrcscesse 369 
ee OEE WE. 6 ixaoe Kanenss045s55005 374 
L 
Laboratories, TOMAS o...icccessissrscive 356 
Laboratories, Testing, Independent ...... 356 
Laboratory Thermometers, Indicating ... 296 
I, SINNED 5556-0 0.554.066405040000500% 316 
eS BPP eer rere ree 316 
Leak Detecting Systems, Vacuum ........ 374 
Leak Detectors .....csscccccsecseccecceces 369 
EE ns ba seangeeeenbaaanisaneeen 316 
BE IND: oa chickens snedscassbenes 316 
ae cadencaesehewaeeaw ear 360 
ge i re ere 376 
BE EE eG aeh arn sle send 64i404.09-004wRK OH 6 384 
Line Vibration Absorbers ................ 391 
SONG, TOOOE, TUMMMG vic csaccccisdccsaseces 272 
Liquid Chillers, Absorption .............. 230 
Liquid Chillers, Under 5 Hp. ............. 230 
Liquid Chillers, 5 Hp.-15 Hp. ............ 230 
Liquid Chillers, Over 15 Hp. ............. 230 
Liquid Coolers for Soda Fountains ...... 360 
Liquid Coolers, Instantaneous ........... 351 
Oe er rer 224 
ee Be ee a ee 260 
Liquid Line Heat Exchangers ............ 298 
Liquid Nitrogen, Chemical Refrigeration . 351 
Locker Plants & Equipment ............. 316 
MD i dpah viuccaeh nose PR NRES DENA KAN S 3S 6 ba ES 316 
Loose Fill, Thermal Insulation .......... 316 
I Es Sue 'vndcis vig heuer knederaces 392 
tow Pressure Controle 20.0366 csesicsecccs 260 
Pe A rer ere 322 
M 
TD ey rey reer er ere Te ree 370 
Machinery, Tube Expanding ............ 374 
Machines, Bending & Forming, 

EE RR EPA err etre oe 369 
IGE, El TOBIN asacccscsccscntese 368 
Machines, Metal Stitching .............. 370 
Machines, Metalworking ................. 370 
Ee CUO: oc5 5 6 000505 ceassccsceens 232 
PEBMOOTIG TIGGF GOAMOW osc iscccsvccscisese 288 
SED a kcew hie eoncnse se comncenss 274 
Magnetic Motor Starters ................. 318 
GE PE EST PES POOPIE Late ree 317 
MaO-Up Aly TOROS 2c crccccsccsssccess 304 
Mait & Custard Freesers .........sccesess 360 
EE, Sriive wi pak bdN STOR Cha rae e8TKS 317 
EE SD: ob nWenddaeadeds S340 d 00% 292 
Manifolds & Headers, Condenser ........ 240 
PE: TURN 408i on eekeeateenseessee 374 
DE. WE: sce bee eiderassnesesaciens 388 
SS reer rer rrr 292 
DEREUR) DECCOP BUAPIBIS occ cscc sce scccesce 318 
BEATING Alf CONGITIONSH 424.0000 ssecceess 182 
DE, Casares eee eeecesnastrsseeuseus 369 
Masonry Drilling Equipment ............ 370 
Material Handling Equipment ........... 370 
PE PEED. pnd bxWie sis 50.0060005456 274 
Mechanical Dust Collectors .............. 274 
CO dive ns bay ded edoa veseas's 204 
Medical & Biological Refrigerators ...... 
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Merchandisers, Ice, Non-Automatic ....... 
Mercury Electric Switches ............... 362 
MD cis Aekeeeedtéedeasarnceaees 214 
Metal Stitching Machines ................ 370 
Metallic Air Filter Media ................. 204 
DOMED 6600s cscveeesvesosses 284 
EE 6k cccvatensscarescenases 322 
Metalworking Machines ................+. 370 
EE EE cc cbtoveccasarkcnndaehiecudebe 292 
I a ae Nee RCAC RTRC SRO OSEE 232 
ME. stad cineweanesseeagedee 297 
SE CIE no :ca cise cedessoensenscees 332 
BE UOG COMOTIGR  5o.cisc cccnccicsscovssss 332 
rrr reer rer re 344 
Co ceadivens sashes aso0ee 340 
Milk Vending Machines, Refrigerated .... 391 
Miniature Electric Switches .............. 362 
EE SOE, BAP vn ccccnsecessvserecese 260 
NE I 6 5:5:6:60050069050064004.0008 282 
Mixing Valves, Hot & Cold Water ....... 384 
Mobile Air Conditioners on 

. .. 2 Pre ree 202 
Mobile Home Air Conditioners .......... 202 
Mobile Home Refrigerators .............. 350 
Modulating Controls, Gas Flame ......... 258 
BEGINS ANGIFHOTS 2o.cccsscscccsccssccess 292 
BD BUMOROIED nc cccccccseccvcceseess 317 
Wiateed Pinstic Parts .....s.cescesesveces 326 
Molded Rubber Parts .........ccssescees 354 
Molding Materials, Plastic ............... 324 
Molding Services, Plastic ................. 356 
EE SE 50:5 5<k4 eb K 00 0648 Kaew 317 
ic ak Sea tig Wbne eis aowd eae eee 379 
SED cc ay b eb inasvkxsieesanenee 294 
Mortuary Refrigerators .................. 344 
NS cia an sh ensixace sieaxewns 317 
ES ee ee hanendiah ss aaaee 317 
Motor Overload Protectors .............. 318 
2 Ry Bre 326 
bho a 64 GV ac kee we Rae eee ee we 318 
BNGT. DOMED WPAPEG oc vccvccccssvevesces 318 
Motor Starters, Magnetic ................. 318 
Motor Starters, Manual ...........scsc00% 318 
Motor Wire, Insulation ............... teve San 
EE ikcicateneaessescbera ves 384 
Motors, Alternating Current, 

EG Stout iddwes can saeese ee 318 
Motors, Alternating Current, Miniature .. 320 


Motors, Alternating Current, 1 to 5 Hp. .. 318 
Motors, Alternating Current, Over 5 Hp. . 320 
BROCOTS, EMPOCE CUPTORE oes osc scccnveccecs 320 
SE ve cebesnvctasoesavenanvan 320 
re rn re rres 317 
Mufflers, Discharge Line ................. 320 
SY Eo Sok ck wc paw bec enue ed 212 
N 
Name Plates, Escutcheons ................ 320 
Natural Draft Cooling Towers ............ 266 
PURCUFG) Gee TIMMINS oncccccccc ccc scccses 276 
Nibblers, Portable, Electric .............. 370 
EE I nS aca kc 4eb.oK0neevsscastece 320 
Notchers, Door Genket ........scccssseces ~368 
SE NE cee canedsccncssveesence 322 
RR or eer eee 322 
Numbered Brass Valve Tags ............. 390 
oO 
Be EE x8 iulinik ys buvinae aaa eb aesenane ees 322 
eer Absorbing Units ........cccsscccces 322 
NE io ia a) cine y wis sonia oN ae oe ew ease 294 
SE oa cissdevearsecdaweses 322 


Oil Burners 


Oil Charging Pumps 
Oil Filters 


fA ene 369 
Oil Operated Air Conditioners ........... 182 
tos b in each eked a4ee4440%9 322 
SR cicchacoec haute becneeeecex see 362 
CE aiken iaivcchacuAtn wd sen cdeud 600004 370 
Oils for Coating Viscous Air Filters ..... 322 
RE ee eaees ae 322 
I csi ceccdevasteantekent 322 
DD on acc ah cuwudebanuseer 322 
Openers, Compressor, Hermetic .......... 369 
TS rrr rere 294 
Overload Protectors, Motor .............. 318 
P 
Se Eos nn sa seas UNAS ON OADS ESO SK EOS 322 
Packaged Refrigeration Systems ........ 346 
Pads, Bases, Vibration Eliminating ...... 392 
Pads, Cooler, Humidifier & Evaporative . 306 


Pads, Refrigerator & Carrying Harnesses 372 


Paint Equipment, Spray ..............+++ 360 
SE ee errr 284 
EM ND nus 60800904 0600860008%0 206 
Panels & Boards, Control ..............+. 252 
Panels, Building, Thermal Insulation .... 314 


Panels, Radiant Ceiling, Heating- Cooling = 


Parts, Motor Repair 


eer rrr re Tree sos 
ED CED, sebtecdnieieeeens beveses 322 
Permanent Air Filters, Panel ............ 206 
Photographic & X-Ray Cooling Units ... 351 
ET , ecccnvenveceveesaseseeeenees 322 
EE ED eine 600-3405 he vd aees Ge 0$ 370 
| Se eeepc rare eee iene 324 
ND ony 50 604s svi aeeeeedenwens 372 
Pine Clomming Trunies ...c.ccccccsasscves 367 
EE Soak beaiincas baad sacdonesse 284 
Pipe & Fittings, Ges Vent ..........0.00% 324 
is ee... UR ener 360 
Pipe Hangers & Supports ..............-- 324 
Pipe Joint Compounds .......sccscccscce 324 
Se MD UE Goce cccveavrcceeeservess 282 
ee BN GID non éccdccecsevtenneess 230 
Pipe, Thermal Insulation ............2.. 316 
Pine & Tube BRPORGSS 2... ccscccsnccees 369 
Piping Gyatem, Insulated .......0cssse00- 324 
Piston Rings, Compressor .............+++ 324 
Plants & Equipment, Locker ............ 316 
Plastic Air Filter Media ..........csecsee 204 
EE NE CO pc iin sc évacceesarvecves 272 
Plastic Molding Materials ................ 324 
Plastic Molding Services ................. 356 
Plastic Moldings & Trim ................. 317 
EE en ch areasevaeses ceek ween toe 326 
NE FOUND 6.5.8 c.b. 5000s eece cara ceceserevens 324 
Eg 2eercectseteneetesenecees 380 
8 Ss er eri rrer rrr res 326 
Plates, TGORtiMcation 2.2.5. cscccseccevcces 312 
Plates, Valve, Compressor ............+++ 388 
Plugs & Caps, Protective ...............- 220 
SE MEE. aa dey seWsonvasevesevasenseis 286 
PmeumMAtico ComtrGls ...cccciccccccccsscees 260 
EN CD a5 vciccgaseeseesevaeeess 352 
Pocket Thermometers, Indicating ........ 296 
PROPOORRE TUIBOE occ ccccicctcrecccsccss 284 
Portable Air Conditioners, Room ........ 190 
Portable Electric Drills ...............++- 368 
Portable Electric Nibblers ............... 370 
Portable Electric Saws ................+: 372 
Portable Electric Shears ................ 374 
I MID iotigts cancchdehadssetns'ge 304 
I BS OE, ho sha oss ccee coesese de 312 
Portable Refrigerators ............00+.005 350 
Portable Saws, Reciprocating, Electric ... 372 
Portable Steam Cleaners ...............+. 374 
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Portable Welders .......cccccsccccsccceces 276 
Power Furnace Type Humidifiers ........ 306 
‘Power Roof Exhausters ................+: 352 
Pre-Coolers, Air-Cooled Condenser, 
IE: neues sek cnpeavee suns eneatees 326 
PreGabrionted Ducts ....s.ccsccccncccssees 274 
Prefabricated Stacks & Chimneys ........ 360 
Pre-Formed Combustion Chambers ...... 232 
Pre-Heaters, Fuel Oil, Electric .......... 326 
BD oc eid bi eee sn 4k S009 60400640008 369 
Pressure Controls, Dual .....ccccovesvece 258 
PPORSUTO TROCOPGOTS 2.occcsccccccssesesere 294 
Pressure Relief Devices ...............++- 326 
Pressure Sensitive Tape ...............+. 362 
Pressure Switches, Differential .......... 270 
I ND una eau ances ccdeveeenses 326 
I ID, ih okv 6. co 0v9-0 ov eos s0eeseves 356 
Processing Freezers, Food .............++ 342 
Propeller Fan Assemblies, Complete ..... 278 
Protection Devices, Gauge ............... 292 
Protective Caps & Piuge .......ccsccccecs 220 
Protectors, Motor Overload ............. 318 
ET IO hv scp es daccesanadovensiecs 220 
Psychrometers, Sling & Stationary ...... 294 
Pullers, Pulley & Wheel .........00sse00. 376 
EEE ee rere rere ne 326 
Pam & Motor Pulleys ....cccccscvcescens 326 
Pump Repair Kits, Ice Cube Maker ..... 311 
Pump Hepeir, VACUUM ....0.cccccscveces 356 
PU, PO PONE So iisecvsescecsciveses 328 
Pumps, Descaling, Acid .............s00+ 372 
DS ME Seiad iddenpeckssaabavcavesens 298 
Pumps, Ice Cube BE ik pehkasediewacnne 328 
I, Ee SIE io cccedecicncensnaes 370 
Pumps, Refrigerant Transfer ............ 328 
DY I bros 6 00004090940445 0009 RN oR 328 
ME 5.5 cys VeWest ke ba cbacoe esses 328 
i RO rr he ene 37. 
Pumps, Vacuum Heating ................. 328 
cov acc sis encienesinebuenteeses 330 
DU EE ecg pb ves 0 niekss beedetenesanes 386 
PUPOOM, COMEIMIBUR. ..0..cccccccscecesses 330 
Purifiers @ Filters, Water ...........s00% 392 
Pushbutton Electric Switches ............ 362 


Pyrometers 


Racks & Stands, Condenser & 


CONE vkcacasee segs asseasxtessveoes 330 
Radiant Ceiling Panels, Heating-Cooling . 330 
Radiation, Baseboard, Electric ........... 214 
Radiation, Baseboard, Gas .............+. 214 
Radiation, Baseboard, Hydronic .......... 214 
Railroad Car Refrigerators ............... 351 
Railway Car Air Conditioners ........... 202 


Range-Refrigerator-Sink, Combination .. 348 
Reach-In Doors 


Reach-In Refrigerators ................++. 344 
Rebuild or Repair, Compressor .......... 354 
Rebuilding, Refrigerator ................. 356 
pr  rrerrrerrrrerrrrrrrer --. 330 
| ee errr rer rr er 386 
a caveeackuheisesdsbale¥eesh eres ee 330 
SE, THIN ccecaccevocsivcrsecens 332 
Reciprocating Compressors, Open ........ 240 


Reciprocating Saws, Electric, Portable .. 372 


BecorGers, WOctwIesl .....ccreccssseesees 294 
PROCowere, TRUMRIGNY ....2 2 csc cccsccesces 294 
I, SOI oi osc cvencenecnctense 294 
oo Aer ere re ee 294 
Recorders, Temperature 

(Thermometers, Recording) ...........- 294 
Reeds, Valve, Compressor ............... 388 
TRATPEMOTOME CHTMGGTS 600.0 ccccccecacccces 368 
Refrigerant Distributors ................. 272 


Refrigerant Driers 


Refrigerant Flowmeters ................+. 
Refrigerant Injectora .........scccssseeees 369 
Refrigerant Transfer Pumps ............. 328 
Refrigerant Transfer Systems, Vacuum .. 374 
IE vc necdunsescad kak ego eaeses cas 332 


Refrigerants (11-12-13-13B1-22-113-114- 

“Freon’’-502) . . . See Fluorocarbons... 332 
Refrigerated Bars for Home, Office ...... 214 
Refrigerated Display Shelves ............ 359 
Refrigerated Hold-Over Truck Cabinets . 351 
Refrigerated Hold-Over Truck 


MI no s-cyp clea uneaasceseeo4% 00 351 
Refrigerated Truck & Trailer Bodies ..... 351 
Refrigerated Vending Machines .......... 391 
Refrigeration, Chemical, Liquid 

DEE Ssataeannmesinde isa sidi aks exes 351 
Refrigeration, Commercial ............... 334 
Refrigeration, Domestic .................. 348 
Refrigeration Drives, Truck ............. 376 
Refrigeration, Industrial ................. 350 
I error 322 
Refrigeration Systems, Packaged ........ 346 
Refrigeration Systems, Steam Jet ........ 360 
Refrigeration, Transport ................. 351 
Refrigerator & Air Conditioner 

econ planes iriccanewv eo cbs 182 
Refrigerator-Freezer, Combination, 

NE hndp 686 006-506 050440- 65054060 00% 348 


TTD BA ov neds cisieiaescceness 316 
Refrigerator Pads & Carrying Harnesses 372 
Refrigerator-Range-Sink, Combination .. 348 

356 


Refrigerator Rebuilding ................. 

Refrigerator Shelf Supports .............. 359 
Refrigerators, Automobile ................ 351 
Refrigerators, Biological & Medical ...... 336 


Refrigerators, Electric, Less Than 

Oe rea rrr 348 
Refrigerators, Electric, 4 Cu. Ft. 
& Larger 
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Refrigerators, Wiorigt ......cscsecsccovecs 


Refrigerators For Boats & Travel 
Pee er rer err yr ts 351 
Refrigerators For Mobile Homes ........ 350 
Refrigerators, Fur Storage ..........+++- 344 
SO, GOOD. i iincscscvesansateceeus 350 
Refrigerators, Mortuary .............+++++ 344 
Refrigerators, Portable ...............s06. 350 
Refrigerators, Railroad Car .............. 351 
Refrigerators, Reach-In .............s+0+. 344 
Refrigerators, Thermoelectric ............ 350 
Refrigerators, Truck & Trailer .......... 351 
Registers, Diffusers, Grilles .............. 270 
Registers, Thermostatic Control ......... 352 
Regular Window Air Conditioners, Room 190 
Regulating Valves, Suction Pressure ..... 388 
Regulating Valves, Water ............... 390 
EE, MED oss s0sce0e0adeseserasevees 352 
52555 s4ekskbes teres kes bed0 wa 356 
iso ag ey he ekes b dade etd Meee 372 
| RPE ETTTEPE TEP TERT Err Te 352 
OR TT eT eer eee e rT errr re 318 
PEE iv sc00n40s0e0esanevases 352 
Relief Devices, Pressure ...............+. 326 
SE, OD gi accacincsnsdedosiave 230 
RE ne ere 354 
Repair or Rebuild, Compressor .......... 354 
Ng ooo kon bane 6k5560.45 318 
iE era uaeeey bg.ceak evan Vax 64 356 
Repair, Vacuum Pump ...........cccccees 356 
Residential Evaporative Coolers ......... 276 
Residential Hot Water or Steam Boilers . 300 
I ME cacnakes cides wane meee eens 394 
ED igs chases oenettnenaee ba 338 
EE So ccinhedeorscanes scares eee 352 
Reversing Valves, Four-Way ............. 386 
Ne A ec sweeney au eNd 322 
Rings, Piston, Compressor ............... 324 
Beem, TOG, Gt POTIAWIS ..cccevscsccnsces 312 
i i 69 pcdieiss fasa che be sae 312 
re ree ee eee 351 
EG CE cc ec ceees eeeteeencesauawnee 392 
IY, ny vera anaes sce seas eees 352 
BE Se BICONE hcncc ssc cdcvocecccess 352 
Roof Exhausters, Power ................ 352 
Roof Top Air Conditioners, Packaged.... 182 
NE no incu recess seb nenapereees 352 
SE WISE 6scna entre newenecvsesvence 352 
Room Air Conditioner Covers ............ 266 
OOM Bi CONGITIONETS 0662. cccscccccseces 190 
Room Evaporative Coolers ............... 276 
BERGE OEE CIE cose rccccssdscenese’s 208 
Room Heaters, In-the-Wall .............. 304 
PROOG TRUIGIATE nn cicsccesccesesiszcces 306 
Rotary Compressors, Open ............... 240 
Rotary Electric Switches ................. 362 
EE oo cki cer sks beU eee ews neeedees 354 
EE EE inca dnecieanenerenesbenee 380 
PBT CODACILOND oc icciiciccccccsesecss 220 
be) 
EE NR ca nek tise iesccheenssaenbad 362 
Safety Shut-Off Fuel Valves ............. 390 
Saws, Electric, Portable ................+. 372 


Saws, Reciprocating, Electric, Portable .. 372 
Schoolroom Units, Heating, Ventilating, 


ee SII 5.0:5559.3.0008:0:9.000004 O58 212 
SE SUED - o vussicceseareciccessese 354 
a SEA eer ee err re 362 
PSE TET vet err Pee Pree rt 306 
Seals, Shaft, Compressor ................+5 358 
OE eter rer rrr rr. 368 
Self-Contained Air Conditioners, 

OS SEES eee eer ere ert ree 190 


Self-Contained Air Conditioners, 
EG RAS rity te Te eeePPe TTT 194 


Self-Contained Air Conditioners, 

. £ 2 RE errs tre 
Self-Contained Heat Pumps, 

a SRR eer rr rrr 
Self-Contained Heat Pumps, 

8 SES eee er 
Self-Contained Heat Pumps, 

Oe ccc cheedeneke kink saeaeee 
Semi-Hermetic Compressors .............. 
I a ina tc eusceeuseuecson 
EE I ks ek cewchnheeuadeke 
Service Kits, Hermetic .......ccsccccccces 
Service Shut-Off Valves .................. 
ge i 
RE ee ere eee 
Service, Water Treatment ................ 
FERS AE SSE ae ee ere 
Services for Manufacturers, 

Design Engineering ................++5. 
Services, Plastic Molding ................ 
EE Si vicccceeeeanesoraceeeees 
oo ge 
oo cio ae Kekedsav buses 
Ghatt Goals, Compressor .....cccvcscccrces 
EE erie wisn s Ren eN een eds tr sakesaeesenes 
Shears, Electric, Portable ................ 
Coury dae eee nas cawincaserteerecreeas 
Sheet Ice or Flake Automatic 

ee EE: Seenpad ed cgeatecasaWenawdcuns 
CE ie ove dave ee atid eewaane 
Sheet Metal, Aluminum .................. 
Sheet Metal Bending & Forming Machines 


194 
298 
299 
299 


369 


ES, SE vce ee s5 300 csed eee ened 358 
ee SD occ wedcssesansseneceke 358 
SE Fe, CED 5 ccc ccvescsccesoocee 358 
Sheet Metal, Galvanized .................. 358 
Sheet Metal Hand Brakes ................ 364 
Sheet Metal, Stainless Steel .............. 358 
Tre rrers errr 358 
NY SE EID oh. 5 6 4st chase 24.0 ceed aware es 359 
Sheet or Film Plastic Parts .............. 326 
Shelf Supports, Refrigerator ............. 359 
Shell & Coil Condensers, Water-Cooled . 246 


Shell & Tube Condensers, Water-Cooled . 246 
Shelves and/or Baskets, Wire ............ 359 
7 RES ee 359 
Shelves, Refrigerated Display ............ 359 
TU OU TOPE occ cccerscecsecens 359 
Shut-Off Valves, Compressor ............ 882 
Shut-Off Valves, Flanged ................ 390 
Shut-Off Valves, Service ...............+. 386 
NON Ge TRIE: co ikcisscccccesccescse 266 
teas ais gaexe ss eesuNeeCeeR 359 
SE ee eT ee errr rer ere 274 
I toc ce iusnseeeue ster eers ced© . 360 
Sink-Refrigerator-Range, Combination 348 
I I ot bade b ba teciea gos peueesaes 214 
Sling & Stationary Psychrometers ....... 294 
Small Refrigerator Ice Makers, Automatic 312 
EN TEIN bes vecsccesssceunesevas 294 
Ss Sc eehtaedcheressaes thn 294 
I, MIS ink oven pb 6 cececcasaverecs 359 
Soda Fountain Carbonators .............. 359 
Soda Fountain Equipment ................ 359 
Soda Fountain Liquid Coolers ............ 360 
| ESR Peers terre rere rere 360 
Soft Drink Vending Machines, 
POST eer TEL reer 391 
Serer cts eerie rere ee ree 360 
SOE ig issn Vesdans redneesenes 392 
SE? Gon ard bans ay ekacgeckseeesscsenneeves 360 
Soldering, Welding & Brazing Fluxes .... 284 
Soldering, Welding, Brazing Torches .... 374 
Golderiess Terminale .....cccccccsscceses 364 
rr Perr re errr rer fe 386 
OS eS PPR eRe ee aL eeee ere ren 224 
Solvetits, DORTEAsing ....6csccscsascivvns 224 
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Space Heaters, Gas Fired 
Specialties, Wire Forming 
Speed Controls 
Split System Air Conditioners, 

ac weet eaeadnaeectasiercenseas 196 
Split System Air Conditioners, 

Hp.-15 Hp. 

Split System hir Conditioners, 

 & CREST eer rere 198 
Split System Heat Pumps, 

0 SEES Aer er rere TTT 299 
Split System Heat Pumps, 

GE GE Dc been eserves ecdeconnssende 299 
Split System Heat Pumps, 

i cok be ews besa ntasvsade cas 300 
Spray Nozzles 
Spray Paint Equipment 
Sprayed Coil Dehumidifiers 
Springs, Bending 
Stacks & Chimneys, Prefabricated 
Stainless Steel Moldings & Trim 
Stainless Steel Sheet Metal 
Stainless Steel Tubing 
Stampings 
Stands & Racks, Condenser & Compressor 330 
Starters, Motor, Magnetic 318 
Starters, Motor, Manual 
Starting Capacitors 
Static Condensers 
Stationary & Sling Psychrometers 
Stations, Charging 
Steam & Air Traps 
Steam Cleaners, Portable 
Steam Coils, Finned 
Steam, Hot Water Baseboard Convectors. 266 
Steam Jet Refrigeration Systems 360 


Steam or Hot Water Boilers, Residential. 300 
05 


Steam or Hot Water Unit Heaters 
Steam Pumps 

Steam & Water Supply Valves 
Steel Pipe 

Steel Sheet Metal 

Steel Tubing 

Storage Cabinets, Ice 

Storage Doors, Cold 

Storage Refrigerators, Fur 

Stove Pipe & Fittings 
Straighteners, Fin 

Strainers, Line 

Strainers, Oil 

Straps, Clips & Tube Hangers 
Strips, Breaker 

Sub-Micron Particulate Air Filters, Panel 206 
Suction Accumulators 362 
Suction Line Filters 

Suction Pressure Regulating Valves 
Suction Pressure Throttling Valves 
Sulfur Dioxide 

Sump Pumps 

Supply Valves, Water & Steam 
Supports & Duct Hangers 
Supports & Hangers, Pipe 
Supports, Shelf, Refrigerator 
Surface Milk Coolers 

Surge Limiting 

Surge Tanks 

Swedging Tools 

Switches, Differential Pressure 
Switches, Electric 


Tags, Valve, Numbered Brass 
Tank Gauges 

Tanks, Surge 

Tape 


Temperature Alarm Systems 
Temperature Control Valves 
Temperature Recorders 

(Thermometers, Recording) 
Terminals, Hermetic 
Terminals, Solderless 
Test Cords 
Test Equipment, 
Testers, Capacitor 
Testers, Capillary 
Testers, Relay 
Testing Kits, Combustion 
Testing Laboratories 
Testing Laboratories, Independent 
Testing Manifolds 
Thermal Insulation 
Thermocouples 
Thermoelectric 
Thermoelectric Modules 
Thermoelectric Refrigerators 
Thermometers, Indicating 
Thermostatic Bi-Metals 
Thermostatic Control Registers 
Thermostatic Expansion Valves 
Thermostats, 
Thermostats, 
Three-Way Dual Control Valves 
Throttling Valves, Suction Pressure 
Thru-the-Wall Air Conditioners, Room.. 
Time Controls 
Tin-Lined Copper Tubing 
Tools 
Tools, 
Tools, 
Tools, 
Tools, 
Tools, 
Tools, 
Torches, 
Torches, Brazing, Soldering, Welding... 
Towers, Cooling 
Trailer or Truck Air Conditioners, Mobile 202 
Trailer & Truck Bodies, Refrigerated... 351 
Trailer & Truck Refrigerators 351 
Transfer Pumps, Refrigerant 
Transfer Systems, Vacuum Refrigerant... 374 
Transformers, Boost & Buck 376 
Transformers, Electric 
Transport Air Conditioners 
Transport Refrigeration 
Traps, “P’’ 
Traps, Steam & Air 
Travel Trailer & Boat Refrigerators .... 
Trays, Ice Cube 
Treatment Service, Water 
Trim & Moldings 
Troffers, Lighting 
Truck Bodies, Service 
Truck Cab Air Conditioners 
Truck Cabinets. Refrigerated, Hold-Over 351 
Truck Evaporators, Refrigerated, 

Hold-Over 
Truck or Trailer Air Conditioners, Mobile 202 
Truck Refrigeration Drives 
Truck & Trailer Bodies, Refrigerated 
Truck & Trailer Refrigerators 
Trucks, Hand 
Tube Benders 
Tube Cleaners, Capillary 
Tube Cleaning Brushes 
Tube Cutters 
Tube Expanding Machinery 
Tube Fittings 
Tube Hangers, Straps & Clips 
Tube-In-Sheet Materials 
Tube or Cube Ice Makers, Automatic.... 
Tube & Pipe Expanders 
Tube Spinning, Bending & Fabricating.. 
Tube, Thermal Insulation 


Environmental 


Pinch-Off 
Swedging 
Blow 
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ALPHABETIC CROSS INDEX 


Tube & 
Tubes, 

Tubing, 
Tubing, 
Tubing, 
Tubing, 
Tubing, 
Tubing, 


Wire Condensers .. 
Lighter 
BE nceptdvvesensecas 
Brass 
Capillary 
Copper 
Copper, Tin-Lined 


Tee eee ee eee eee eee ee) 
teem eee ewes 
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Tubing, Finned .....ccccoscccsccece 
Tubing, Monel .........ess0- eorry ee sae 
Tubing, Plastic .....cscscceee caseeeeouen 380 
Tubing, RUBHEP ....ccscccccscccsecevcees 380 
Tubing, Stainless Steel ............. —— 
WI, BOOE occcccccccsscvvcccescosveces 380 
Turning Vanes, Duct ........ gaecensewns 391 
Two-Door Combination 
Refrigerator-Freezer =... ..seeeeeeeeeees 348 
Two-Temperature Valves ........+.++++++ 388 
U 
TN ECT TO OTTO TCT TCT ET CCEUTRT 346 
TREE BONNOTE, CODIMOE occ cccccccsssccens 305 
Unit Heaters, Direct Fired .............- 305 
Unit Heaters, Steam or Hot Water ..... 305 
WEE TRIGISERED oc occ cccsccccccsve . 260 
UM TRETMOSAIS 2 nc ccvccvccccccecscsses 264 
Urethane Insulation, Foaming ‘Agents -. 224 
Vv 
Vacuum Cleaners, Commercial ........... 374 
Vacuum Dehydrating Systems .......... 374 
ES ce icccckesbneks dens eee es 292 
Vacuum Heating Pumps ................. 328 
Vacuum Leak Detecting Systems ........ 374 
EY TE vet eeevcecceseeersces 322 
Veer Pump Repair ..ccccscccsccccves 356 
CD SCN hcg pasecenascsseeedeeaae 372 
Vacuum Refrigerant Transfer Systems... 374 
Valance Cooling & Heating .............. 380 
.. . . I errr errr rr 374 
EE, 6.5 6 060.0.44 600-63 40-40Ns05006 388 
Valve Plates, Compressor ............... 388 
Valve Reeds, Compressor ................ 388 
Valve Tags, Numbered Brass ........... 390 
Valves, Access, Hermetic ........... inet ae 
SS. SE Dh 66-910. 8:46:00: 400.000 0a 0a ces 380 
ED, axe uceuks sas iaceheceeee 380 
SR eee rrr rrr 374 
Valves, es? Saved et ieedseeNsnedases 380 
A, ME vicn nunsokanescuseraeaseaeses 382 
Valves, Compressor Suction & Discharge. 390 
Valves, Compressor Unloading .......... 390 
Valves, Constant Pressure ............... 382 
Valves, i Sr orerrr rrr ree 382 
WE I 5.6. 0.5:060.0800050600040880 382 
Valves & Fittings, Ammonia ............ 380 
Valves, Flanged, Shut-Off .............. 390 
. . arr ere 384 
Valves, Four-Way Reversing ........... 386 
A er reer re cre 384 
. . ao ae PerTeerTrer Terr re 384 
BO TORE ons ck sicccnvacedsct 376 
Valves, Mixing, Hot & Cold Water ..... 384 
DS. 55 s-0.5:6:0666000508-6 04000 384 
WEE hn 0.5-46-5400-45 05500556 or 0v0508 386 
. a PPP er ere ee reri eres 386 
Valves, Regulating, Suction Pressure ... 388 
Valves, Safety Shut-Off, Fuel ........... 390 
Valves, Service Shut-Off ................. 386 
Valves, Shut-Off, Compressor ........... 382 
rrr Cer errr rer rie 386 
Valves, Supply, Water & Steam ......... 388 
Valves, Temperature Control ........... 388 
Valves, Three-Way Dual Control ........ 388 


Valves, Throttling, Suction Pressure .... 388 
Valves, Two-Temperature ............... 388 
Valves & Valve Parte ....cccccccccccccces 380 
Valves, Water Regulating ............... 390 
Co ee rere 390 
WE, TONE. THE keccccesecsccasceces 391 
Vapor Barrier Materials ................ 391 
Wy SEY sa heaeeeueSenlesewenatensd0403 90 214 
Vending Machines, Refrigerated ........ 391 


Ventilating, Air Conditioning, Heating 
Schoolroom Units 
Ventilating Ceilings 
Ventilators, Roof 
Venturies, Fan 
Venturies, Roof 
Vertical Receivers 
Vessels, Pressure 
Vibration Absorbers, Line 
Vibration Eliminating Pads, Bases 
Vibration Meters 
Viscous Air Filters, Oils for Coating.... 
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2 RE eras treet ere 297 
Co, Rr re ere rer errr ey reer 297 
W 
rN COE kg sicanwcdeecscneneeeeneee® 346 
WT I ee en Sa.5h Ven hs dacaeeNeeke 392 
WTO $= BOPWICED 6c cccnsvecvaccciersses 356 
pA eT Te ror TT ere rer 212 

Water & Air-Cooled Condensers 
PD  <Cilenpeadanheueneaen es +0640% 242 

Water-Cooled Condensers, Co-Axial 242 

Water-Cooled, Double Pipe Condensers... 242 


Water-Cooled, Shell & Coil Condensers.. 246 
Water-Cooled, Shell & Tube Condensers. pa 


Water Coolers, Drinking ................ 2 
Water Filters & Purifiers ............... 392 
NE Sire ha yhb5 04-5550 eR bans ond WS 330 
Water Regulating Valves .............+++ 390 
ES be cpo5d ssn kneshavens deed 392 
Water & Steam Supply Vaives ......... 388 
Water Treatment Chemicals 
Water Treatment Service ........ 
EE, . Gk cabana teak o55585e KeTSs 48S 
REND Nencrcrtonececvannceses 3 
Welding, Brazing, Soldering Torches.... 374 
EE CE. 440. 46042449456 5s00 5455-0945 392 
Welding, Soldering & Brazing Fluxes... 284 
Wheel & Pulley Pullera .....csccessecses 376 
ONE, ME 6o0 5 cb enbsconcesoncreseess 216 
IY 6.5 610.055 vib004044494005600088 394 
Wire Forming Specialties ............... 394 
IE 6.65 0:5:5-60-0:9:5.8055400000088 394 
Wire Shelves and/or Baskets ............ 359 
Wire & Tube Condensers 
ee a rrr err rerirr re 
Ci Ae errr reer ee 
WIFIME RROCOPCRCIOD onc cccccccccccccscees 
WHORES THOR FIDO occ ccccvccccccesescses 
xX 
X-Ray & Photographic Cooling Units.... 351 
Y 
Year-Round Thermostats, Room ........ 262 
Z 
Oe ORS er ete ere 359 
Mad Comal FRI cisccccccccvccsessees 390 
Sone Damper Controls .....scsccssscrcece 266 
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